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GONTRACT WO. A-102 


27 June 1955 


Approval is hereby given to subcontract to the 

Corporation of Palo Alto, California, the construction of a proto-~- 

en Rd od intermediate frequency amplifier at a fixed price of $3,891.25, 
i én connection with the work on System fo. 3. 
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